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Dear &r. MUIb, 

Thanks for your latter and the lute resting enclosure* 

If you will check pegs 180 of ww II you will find, aa 1 say 
in the text, that I discovered the 30& error in the. reenactment before 
I ferreted out the Barrett report. That this error exists is 
Sheneyfelt' a testimony, t is unchallenged (really, ignored) and is 
independent of Zopruder a testimony or . recollection. 

It may be exactly as Zapruder says. But thst does now change 
the irrefutable evidence of Sheneyfelt 1 s testimony. How ss to what 
Zapruder now seys, while I take publicly a dim vie® of' the i’31 reports 
and while It is clear that Barret knows nothing about taking movies, I find it 
it difficult to believe ha made this all up. 

u n infrequent occasion * have also flipped the camera onto wrong 
spaed. Sepruder now hag no way of knowing whether or not he,. did this 
by accident. If ha did it purposeful ty he . would, of course, knew. 

In ay belief, and the way my bo-k is written, what is sig- 
nificant and controlling is Sh-meyfalt testimony. u e .is the properly, 
qualified expert and he said that what in the original took 5 seconds 
in the reenactment with the ssiae camera knowingly set at normal speed 
took but 3.5 seconds. The artttaetie of this almost exactly coincides 
with the difference in camera settings. It is a simple natter to slide the. .... 
button the wrong way in normal handling of the camera. 



